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INDEX TO VOLUME 90 


JANUARY TO JUNE, INCLUSIVE 


irticles are indexed under subject and author. 
Abbreviations used are: Ja, January; F, Feb- 
ruary: Mr, March; Ap, April; My, May; Je. 
June; Ed, editorial; HOM, hoapital of the 
month; Il, picture atory; jt auth, joint author; 
N&A, notes and abstracts; obit, obituary; RO, 
reader opinion; RT, RR, roving 
reporter; SHF, small forum; SHY, 
small hospital questions. 


round table; 
hospital 


ABSENTEEISM 
Absenteeism solution: praise man 

with perfect attendance record. J. E. 

Holliday My 
Absenteeism survey; hospitals and in- 

dustry. Ann May My 
How to make presentees out of 

absentees. Ann May Je 
Accounting; Who's accountable for ac- 
counts receivable? E. H. Heyd 
ACCREDITATION 
Accreditation requirement (committee 
on infections) 
Canadian hospitals will 
accreditation program 
Standards for pharmacy 
Additions to hospitala. See Planning 
ADMINISTRATORS 
Administrators and trustees must un- 
stand medica! problems and needs, 
institute hears 
Administrators have 
in recruitment of dietitians 
Catholics hold session on patient- 
centered hospital administration 
Columbia's correspondence course 

open to candidates from all over 

country Ap 
How does your private office rate? 

S. D. Robinson Ap 
How to fluff speech My 
Pickets ask surgeon's reinstatement 

at Pontiac; medica! staff commends 

administrator 
Profession (Ed) 

State probe asked in hospital-surgeon 

feud over alleged misconduct, im- 

proper practice. (Pontiac, Mich.) 
University of Minnesota studies sal- 

aries of graduates in hospitals; 

median is $8500 Mr 
Xavier University plans “grass roots” 

course in hospital administration Av 
ADMITTING AND DISCHARGE 
Chest x-rays for admissions? (SHQ) My 
Pay bills before readmission? (SHQ) Je 
Air-borne infection. See Infection 
control 
Air conditioning benefits entire hospital. 
R. T. Holmes Ap 
Alcoholic care; Quick, whiskey! (Ed) 
(alcoholics pay bills) Ap 
Allegheny County Institution District 
Hospital, Pittsburgh, rehabilitation 
hospital 
ALLEN, JOHN FRENCH. Public does 
not pay as much as it should for 
care, panelists contend F 
AMERICAN COLLEGE OF HOSPITAL 

ADMINISTRATORS 
Management stressed at A.C.H.A. 

Congress Mr 

AMERICAN HOSPITAL ASSOCIA- 

TION 
A.H.A. midyear delegates hear re- 

on counseling, infections, 

problems of aged Mr 49 
A.H.A. service award goes to John N. 

Hatfield 


have 


own 


vested interest 


My 146 
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A.H.A., Cont. 

A.M.A. and A.H.A. express divergent 
views about Forand Bill, health 
care of aged Ja 

Conference favors listing of nursing 
homes by A.H.A.; some members 
advise postponement Je op 

AMERICAN MEDICAL ASSOCIA- 
TION 

A.M.A, and A.H.A. express divergent 
views about Forand Bill, health 
care of aged 

A.M.A. delegates consider internships, 
other problems 

A.M.A. hears reports of hospital in- 
fections 

A.M.A. speakers excoriate Forand 
Bill as “beginning of end of private 
practice.” 

AMERICAN PROTESTANT HOSPI- 
TAL ASSOCIATION 
Convention, election Mr 
ANATOLIA, SISTER MARY. Menus 
for February 1958 Ja 
Annual reports; Be sure you know your 
audience. G. Davis Mr 
Architecture. See Planning 
ARMSTRONG, MRS. T. F Guided 
tours lead to public understanding Je 
Aseptic technic. See Infection control 
ASSOCIATIONS 

Alabama Hospital Association Ap 

Arizona Hospital Association Ja 

Association of Western Hospitals Je 

Carolinas-Virginias Hospital Confer- 
ence Je 

Florida Hospital Association Ja 

Illinois Hospital Association Ja 

lowa Hospital Association Je 

Kansas Hospital Association Ja 

Kentucky Hospital Association My 

Massachusetts Hospital Association Je 

Mid-West Hospital Association My 

Missouri Hospital Association Ja 

National Association of Methodist 
Hospitals and Homes Mr 

New England Hospital Assembly 
hears reports on infections, inten- 
sive care, A.M.A.-U.M.W. feud My 

Ohio Hospital Association Ap 

Oklahoma Hospital Association Ja 

Ontario Hospital Association Ja 

Radiological Society of North Amer- 
ica Ja 

Southeastern Hospital Conference Je 

Tennessee Hospital Association Ap 

Texas Hospital Association Je 

Tri-State Hospital Assembly Je 

Utah State Hospital Association Ja 

Virginia Hospital Association F 

Associations. See also American Hoa- 
pital Association, American Medical 
Association, American Protestant 
Hoapital Association 

ATWOOD, ELBRIDGE L. Plan main- 
tains good balance between economy 
of building and maintenance ex- 
pense (HOM) F 
AUXILIARIES 

Clothes closets yield funds (RR) My 

Even best volunteers need good train- 
ing. W. A. Kozma 

Guided tours lead to public under- 
standing. Mrs. T. F. Armstrong Je 

Volunteers give service no money can 
buy. P. W. Kearney 

Who wears cherry uniforms (RO) My 

AYNES, EDITH A. Wanted: nurses 
who carry their own lamps Mr 
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BARKER, JOHN C. State group makes 
most of fire training My 
BARTON, JANE What to do about 
hospital infections 
BECK, CLAUDE 8. jt 
MOZEN, HERSCHEL E 
BESLEY, ARTHUR K. Plan 
tories around work load My 
BLOCK, LOUIS. Prototype studies of 
proprietary hospitals: 
75 beds Ja 
100 beds F 
BLOOD AND PLASMA BANKS 
Hospitals do pay for blood (RO) 
Coye C. Mason Mr 
Steelworkers back blood bank (RO) Ja 
BLUE CROSS 
Blue Cross blues (Ed) My 
Blue Cross Commission names Garside 
chairman, gives van Steenwyk 
award Je 
Georgia Blue Cross wins increase in 
rates Je 
Gov. Harriman’s message to N.Y 
legislature on Blue Cross Ap 
Hearings foreshadow crisis for Blue 
M. M. Davis Ap 
Home nursing care can shorten hos- 
pital stay, reduce costs, study finds F 
Michigan Blue Cross puts ceiling on 
payments to hospitals Je 
Michigan plan hires “brain” Ap 
New Jersey Blue Cross wins rate in- 
crease of 18.5 per cent My 
New Jersey labor leaders oppose in- 
crease in rates sought by Blue 
Cross plan Ap 
New York Blue Cross plan rate in- 
crease is delayed; hike asked in 
other areas Mr 
Peasants or partners’ (Ed) (Penn- 
sylvania Blue Cross adjudication) Je 
Rubber stamp (Ed) (lowa specialists 
vs. hospitals) Ap 
State seeks to regulate hospital costs 
( Pennsylvania) Je 
oard of trustees. See Governing board 
t0OK REVIEWS 
American Hospital Association 
pital Accreditation References 
Committee on Accounting and Busi- 
ness Practices, A.H.A. Cost Finding 
for Hospitals F 
Commission on Chronic Illness. Care 
of the Long-Term Patient, Vol. Il. F 
Deming, Emily C. Lessons in 
Housekeeping 
First Institute on Rehabilitation Cen- 
ter Planning. The Planning of Re- 
habilitation Centers 
New York State Department § of 
Health and American Public Health 
Association. Guide for the Preven- 
tion and Control of Infections in 
Hospitals / 
Tressler, Donald K. and Evers, Clif- 
ford F. The Freezing Preservation 
of Foods. Vol Il, Freezing of Pre- 
cooked and Prepared Foods 
BORTZ, EDWARD L. and HOSFORD, 
RAYMOND. Hospitals must be 
more than repair shops 
BOWLES, GROVER C. Jr 
Hospital Pharmacists 
new American Hospital 
Service 
BRADBURN, R. A. We spent $2800 to 
save $1800 per year (installing 
capacitors) 


auth See 


labora- 


Cross 


Hos- 


Good 


Society of 
announces 
Formulary 





Breakage and theft: Where do hemostats 
go? (SHQ) My 

BRENIZER, WILLIAM. A _ pentagon 
solved this heating problem F 

BROWN, A. E. and GILLESBY, W. J. 
Simple device eliminates search for 
lost suture needles on surgery floor My 

BUCHBINDER, LEON jt auth See 
FEKETY, F. ROBERT 

BUERKI, ROBIN C. and HOWELL, 
JAMES T. Doctors must gear them- 
selves to two new concepts of med- 
ical care: prevention and re- 
habilitation 

Building. See Construction 

Business office duties; how they affect 
receivables. E. H. Heyd Je 

BUSTARD, W. L. How to get along 
with funeral directors Ap 


Cardiac care; Surgery may be lifesaver 
in coronary heart disease. H. E. 
Mozen and C. S. Beck Je 
CAREERS IN THE HOSPITAL 
Administrators have vested interest 
in recruitment of dietitians Ap 
First they expanded nursing school 
then came students. M. H. Dunn Ap 
Technics that help recruit tech- 
nologists Ja 
Texas teens study hospitals (RR) My 
CATHOLIC HOSPITAL ASSOCIATION 
Catholics hold session on patient- 
centered hospital administration F 
Central service department planning 
checklist Mr 
Chronic illness unit added to commu- 
nity hospital. R. P. Sloan 
Civil defense; Mobile hospital goes to 
meet disaster. Mel Mawrence 
Cleaning methods. See Housekeeping 
dept. 
Clinical laboratories. 
clinical 
Codes, press. See Preas relations 
Collection. See Credit and collection 
C ication systems; radio page lo- 


See Laboratories, 





cates doctors in 30 seconds. C. F. 
Stumpf 
COMMUNITY AND THE HOSPITAL 
Hospitals have to sell idea that they 
do know their business. G. Davis F 
Hospital income will come from every- 


Je 


body. M. M. Davis 
Public does not pay as much as it 
should for care, panelists contend. 
J. F. Allen F 
Steelworkers back blood bank (RR). Ja 
Take time to make friends with pub- 
lic. L. Graff Ap 
Congress on Medical Education and 
Licensure; Dwindling number of 
ward patients causes concern for 
intern and residency programs Mr 
CONSENT, LEGAL 
How to get along with funeral direc- 
tors. W. L. Bustard Ap 
Rules for handling news about pa- 
tients Ap 
CONSTRUCTION 
Building plans (place of superintend- 
ent of buildings and grounds) 
(SHQ) Mr 
Building survey reveals addition 
problems. S. D. Robinson Mr 
Checklists for surgery, central service, 
recovery room, emergency room 
building Mr 
Good planning means good building 
(RT) Mr 
Programming is necessary first step. 
E, T. Wheeler Mr 
Control of medical staff appointments. 
See Medical staff 
Convalescent care unit added to commu- 
nity hospital. R. P. Sloan F 
COORDINATED HOSPITAL SERVICE 
Doctors must gear themselves to 
two new concepts of medical care: 
prevention and rehabilitation. R. C. 
Buerki and J. T. Howell F 
Hospitals must be more than repair 
shops. E. L. Bortz and R. Hosford F 
Rehabilitation is logical addition to 
hospital’s service, R. E. Neff... F 
Your hospital can care for mentally 


sick, J. S. Glotfelty : S My 


Vv 


COST OF MEDICAL CARE 
Hospitals must show connection be- 
tween costs and public demand. 
G. Davis Ja 
Proportion of nation’s resources 
needed for hospitals to rise, Ray 
Brown says Mr 
Public does not pay as much as it 
should for care, panelists contend. 
J. F. Allen F 
COSTS 
Are rates too high? (SHQ) F 
Cost of processing syringes (RO) 
R. M. Pue Mr 
Raw food costs (SHQ) Ap 
COX, WILLIAM P. Adaptability is 
word for new unit (E. H. Crump 
Memorial, Memphis) Je 
CREDIT AND COLLECTION 
Hospitals are not in recession——yet My 
How to collect good will with bills. 
J. W. Johnson Mr 
Pay bills before readmission? (SHQ) Je 
Preventive credit program helps pa- 
tients pay bills because it prevents 
bills from piling up. M. Slade Mr 
Who's accountable for accounts re- 
ceivable? E. H. Heyd Je 
Credit union; what it does for employes. 
W. P. Lutey My 
CRUIKSHANK, NELSON H. Labor 
wants health security in social se- 
curity F 


DAVIS, GORDON. Be sure you know 
your audience when you writ» an- 
nual report Mr 

Everybody talks abow’ »ublic rela- 
tions, but not many do anything 
about it Je 

Hospitals have to sell idea that they 
do know their business F 

Hospitals must show connection be- 
tween costs and public demand Ja 

People who talk same language have 
no need for interpreter Ap 

Sure, he is good fellow if you under- 
stand him, but not many do My 

DAVIS, MICHAEL M. Hearings fore- 
shadow crisis for Blue Cross Ap 

Hospital income will come from 
everybody F 

Death certificate; hospital relationship 
with funeral directors. W. L. Bus- 
tard Ap 

Deposit on admiasion. See Credit and 
collection 

DIETARY DEPT. 

Administrators have vested interest 
in recruitment of dietitians Ap 

Aged patients need lessons in nutri- 
tion. M. C. Moore F 

Effects of automation (SHQ) Ap 

Good food is good medicine for aged. 
As told to J. Rock Mr 

Hospital is dietitian’s finishing school. 

G. E. Miller My 
Menus Ja 108; F 
Mr 114; Ap 104; My 124; Je 120 
Punch cards simplify selective menus. 

W. Lowder and C. Medill Ja 
Raw food costs (SHQ) Ap 

Selective menus needn't mean extra 
work. G. B. Swenson Je 

Small hospital finds tive menus 
best, most economical Je 

Training program for dietary em- 
ployes. J. Hartman and S. W. 
Knox My 

We can't hire employes ready-made. 

J. Shaffer Ap 

DISASTER SERVICE 

85 bed hospital is equal to 400 vic- 
tims. (Crawfordsville, Ind.) R. M. 
Haas Je 

Mobile hospital goes to meet disaster. 
Mel Mawrence Ja 

Patient identification tag (RR) Je 

Disinfection. See Infection control 

DUNN, MELVIN H. First they ex- 
panded nursing school—then came 
students Ap 





EDDY, RICHARD A. jt auth See 
TOOMEY, ROBERT E. 
EDUCATIONAL PROGRAMMING 
Aides answer call for help in surgery. 
F. Ginsberg 
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EDUCATIONAL PROGRAMMING, Cont. 
State group makes most of fire train- 
ing. J. C. Barker My 
Training program for dietary em- 
ployes. J. Hartman and S. W. 
Knox My 
E. H. Crump Memorial Hospital, Mem- 
phis. (HOM) W. P. Cox Je 
EMERGENCY HOSPITALS AND 
DEPTS. 
Checklist for emergency room Mr 
Checklists for hospital emergency 
room service Ap 
Emergency room assignments (SHQ) Je 
Mobile hospital goes to meet disaster 
Mel Mawrence Ja 
Surgeons to study emergency service Ap 
ENGINEERING DEPT. 
A pentagon solved this heating prob- 
blem. W. Brenizer 
Mechanization (SHQ) Mr 
We spent $2800 to save $1500 per 
year (installing capacitors). R. A 
Bradburn Mr 
EQUIPMENT 
Cost of processing syrings (RO) 
R. M. Pue My 
Electronic sterilization of sutures is 
introduced 
Machine records blood loss (RR) Je 
Simple device eliminates search for 
lost suture needles on surgery floor 
A. E. Brown and W. J. Gillesby My 
Expansion. See Planning 


Fairview Hospital, Minneapolis, re- 
habilitation services M\ 
FEKETY, F. ROBERT and others. 
Staph epidemic ends when carrier 
is found Je 
FINANCIAL MANAGEMENT 
Funds for Barstow, Calif., hospital Ja 
Hospitals are not in recession — yet My 
Fire training institute in Maine, 
cessful planning procedures. J. C 
Barker My 
Floor stock of drugs; control proce- 
dures. B. Teplitsky Ja 
Floors; Black light illuminates floor 
problem. K. W. Masterson Ap 
FREEMAN, LUCY. Menta! patients 
are treated like people here (HOM) 
Forand Bill. See Social security 
Formularies; Society of Hospital Phar- 
macists announces new American 
Hospital Formulary Service. G. C. 
Bowles Jr. Je 
FUND RAISING 
Beach club shells out funds (RR) Je 
Unpaid pledges (SHQ) My 


suc- 


GERIATRIC CARE 
Aged patients need lessons in nutri- 
tion. M. C. Moore F 
Good food is good medicine for aged. 
As told to J. Rock Mr 
Health groups form council to study 
problems of aged My 
Health insurance for aged poses prob- 
lems. H. E. Klarman Ja 
Surgeon says five advances make 
operations safer for patients over 70 F 
Community hospital adds long-term 
unit. R. P. Sloan F 
GIEDT, W. R. Clue to control of hos- 
pital infections Ap 
Gifts; Telephone company asks “open 
door” policy in hospitals seeking 
funds Ap 
GILLESBY, W. J. jt auth See BROWN, 
A. E. 
GINSBERG, FRANCES. Aides answer 
call for help in surgery b 
GLOTFELTY, JAMES S. Your hospital 
can care for menta'ly sick My 
GOLDBERG, SIDNEY jt auth See 
FEKETY, F. ROBERT 
GOVERNING BOARD 
Administrators and trustees must un- 
derstand medical problems, needs, 
institute hears Ap 
American College of Surgeons regents 
table resolution on hospital boards. Ap 
Don't mix business and board (SHQ) F 
Employe health policies (SHQ) F 


, 





GOVERNING BOARD, Cont 
Hospitals can help improve medical 
care. A. W. Snoke Ap 
What every trustee should know about 
way medical staff performs (RT) Ja 
GRAFF, LOUIS. Take time to make 
friends with public Ap 
GROSSMAN, MOSES jt auth See 
JAWETZ, ERNEST 
District Hospital, La Mesa, 
(Hospital of Year) Mr 
time, dis- 


(;rossmont 
Calif 
Group purchasing hurt by 
tance Je 


HAAS, RALPH M. 8&5 bed hospital is 
equal to 400 victims (Crawfords- 
ville, Ind.) Je 

HALE, THOMAS JR. Author's side of 
“Five Sides” (RO) 

HARTMAN, JANE and KNOX, 
STUART W. Training program for 
dietary employes My 

HAYDON, CHARLES. Law of hospital 


liability is settled--until something 


happens to unsettle it Ja 


Health insurance for aged poses prob- 
lems. H. EF. Klarman Ja 
Health Blue 
Cross 

Heating: A pentagon solved this heating 
problem. W. Brenizer 

HEITMAN., SALLY. Good housekeeping 
reduces infections 

HEYD, EF. H. Who's 
accounts receivable? Je 

HILL, 8. G. You know what you mean 

but who else does? Ap 

HOFFMAN, ROBERT G. How lab- 
oratory service can be improved Mr 

HOLLIDAY, JOHN E man 
with perfect attendance record My 

HOLMES, REID T. Air conditioning 
benefits entire hospital Ap 

shorten hospital stay, 

finds k 

auth See 


insurance See alao 


accountable for 


Praise 


Home care can 
reduce costs, study 
HOSFORD, RAYMOND jt 
BORTZ, EDWARD L 
HOSPITAL ADMINISTRATION 
COURSES 
Columbia’s correspondence course open 
to candidates from all over country Ap 
Xavier University plans “grass roots” 
courses in hospital administration Ap 
HOSPITALS AND HEALTH FACILI- 
TIES 
Hospitals must be more than repair 
shops. E. L. Bortz and R. Hosford 
Hospitals must show connection be- 
tween costs and public demand. G 
Davis Ja 
l’rivate room ratio (SHQ) Mr 
Proportion of nation’s resources 
needed for hospitals to rise, Ray 
Brown says Mr 
HOSPITAL AND MEDICAL 
ECONOMICS 
Hospital income will come from every- 
body M. M. Davis 
HOUSEKEEPING DEPT 
Black light illuminates floor problem 
K. W. Masterson Ap 
Good housekeeping reduces infections 
S. Heitman Mr 
Infection lurks in janitor’s closet 
Cc. W. Walter My 
Training program for housekeepers. 
BK. Mills Ja 11s; F 120; Mr 
HOWELL, JAMES T. jt 
BUERKI, ROBIN © 
HUMAN RELATIONS 
Democracy is what we strive for, 
but autocracy gets things done Ap 
You know what you mean—but who 
else does’ S. G. Hill Ap 


auth See 


IMPROVEMENT OF PATIENT CARE 
Hospitals can help improve medical 
care. A. W. Snoke Ap 
Instruction cards allay patients’ fears. 
M. W. Zimmerman Ap 
INCOME FOR HOSPITAL SERVICES 
Hospital income wiil come from every- 
body. M. M. Davis F 
Hospitals are not in recession— yet My 
Income from laboratory (SHQ) Je 
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INCOME FOR HOSPITAL SERVICE, Cont. 
Labor wants health security in social 
security. N. H. Cruikshank t 
Proportion of nation’s resources 
needed for hospitals to rise, Ray 
Brown says Mr! 
Industrial health service; steelworkers 
back blood bank. (RO) Ja 
INFECTION CONTROL 
A.M.A. hears reports of hospital in- 
fections Ja 
Clues to control of hospital infections 
W. KR. Giedt Ap 
Good housekeeping reduces infections 
S. Heitman Mr 
Houston hospital to construct emer- 
gency rooming-in combat 
staph outbreak Ap op 
Infection lurks in janitor’s closet 
Cc. W. Walter My 
New gas for sterilization in hospitals 


unit te 


is announced Ap 
Staph epidemic ends when carrier is 
found. F. Robert Fekety and others Je 
Susceptibility to infection (SHQ) Ja 
Three ways to fight infection bE 
Jawetz and M. Grossman My 
What to do about hospital infections 
J. Barton Mr 
Instruction cards allay patients’ fears 
M. W. Zimmerman Ap 
INTENSIVE CARE 
Record crowd hears progressive care 
outlined at 30th Mid-West meeting My 
Report on progressive care —it works 
(Manchester, Conn.) My 
St. Barnabas Medical Center ( Newark 
NJ.) planned progressive 
care Je 
INTERNS AND RESIDENTS 
Dwindling of ward 
caures concern for intern and resi- 


around 


number patients 


dency programs Mr 

6741 foreign physicians serving in 
U.S. hospitals as interns or 
dent» Jn 


resi- 


JAWETZ, ERNEST and GROSSMAN, 
MOSES. Three ways to fight in- 
fection My 

JEFFREY, LOUIS P. Pharmacy should 
control drug samples b 

Johns Hopkins Hospital expansion to 
include $11 million 
ical center fF 

JOHNSON, JOHN W. How to collect 
good will with bills Mr 

JOINT COMMISSION ON ACCREDI- 
TATION OF HOSPITALS 

Canadian hospitals will have 
accreditation 
Joint Commission issues standards for 


pediatric med- 


own 
program Ja 


pharmacy Ja 
Joint Council to Improve Health Care 
of Aged is formed by health groups My 


KEARNEY, PAUL W. Volunteers give 
ervice no money can buy 

KLARMAN, HERBERT EF. Health in- 
surance for aged poses problems Ja 

KNOX, STUART W. jt auth See HART- 
MAN, JANE 

KOZMA, WILLIAM A, 

need good training 


Even best vol- 


unteers 


ABORATORIES, CLINICAL 
How laboratory service can be im- 
proved. R. G. Hoffmann Mr 
Income from laboratory (SHQ) Je 
Plan laboratories around work load 
A. K. Besley My 
-AUNDRIES 
Laundries make or mar sheet life 
R. E. Weisheit and R. W. Padgett Je 
Operate own laundry’ (SHQ) My 
Laws and legisiation; Michigan law 
amended to give county hospitals 
power to make medical! rules My 
Legal counsel; what law says about hos- 
pita! pharmacy. W. S. Regan My 
LEGAL DECISIONS 
California appeal court reverses mal- 
practice judgment against hospital 
and surgeon in aortography opinion Ja 
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LEGAL DECISIONS, Cont 
Cireuit court dismisses Sullenberger 
suit for reinstatement at Pontiac 
General Hospital, Mich. My 
Court upholds hospital rules on privi- 
leges. (Derby, Conn.) My 
Law of hospital liability is settled 
until something happens to unsettle 
it. C. Haydon Ja 
Nonprofit hospital without right to ex- 
clude licensed physician, Michigan 
court decides Mr 
LIABILITY 
California appeal! court 
practice judgment against 
and surgeon in sortography opinion Ja 
Law of hospital liability is settled 
until something happens to unsettle 
it. C. Haydon Ja 
Rules for handling news about pa- 
tients Ap 
What hospitals should know about 
malpractice. (RT) Je 
What law says about hospital phar- 
macy. W. 8S. Regan My 
When to use bed rails (SHQ) F 
effect of laundry on sheets 
Weisheit and R. W. Padgett Je 
FLORENCE K When 
employes speak for hospital, they 
should know what they're talking 
about My 
LOWDER, WILLIAM and MEDILL, 
CAROLYN. Punch cards simplify 
selective menus Ja 
LUTEY, WARREN P What credit 


union does for employes My 


reverses mal- 
hospital! 


Linens 
R. E 
LOCKERBY 


Memorial Hospital, Man- 
chester, Conn., progressive care My 
MASON, COYE C. Hospitals do pay 
for blood (RO) Mr 
MASTERSON, KENNETH W Black 
light illuminates floor problem Ap 
MAWRENCE, MEL Mobile hospita! 
goes to meet disaster Ju 
MAY. ANN. Absenteeism survey: hos- 
pitals and industry My 
How to make presentees out of ab- 
sentees Je 


Manchester 


Mechanization; is it best opportunity 
for reduction of maintenance costs? 
(SHQ) Mr 

Medical education problems (Ed) Ap 

MEDICAL STAFF 

Cireuit court dismisses Sullenberger 
suit for reinstatement at Pontiac 
General Hospital, Mich My 

Discounts diminishing (SHQ) b 

Kmergency room assignments (SHQ) Je 

Employe health policies (SHQ) b 

G.P. Academy seeks action penalizing 
hospitals which exclude or discrimi- 
nate against G.P.'s Ap 

Hospitals can help improve medical 

A. W. Snoke Ap 

Interpreting x-ray films (SHQ) My 

if you want to know what people 

think of hospital, ask doctors to re- 

pert patients" comments E. R 

Pinckney Mr 

Pickets ask surgeon's reinstatement 

at Pontiac: medical staff commends 

administrator Mr 
tubber stamp (Ed) (lowa specialists 

vs. hospitals) Ap 

State probe asked in hospital-surgeon 

feud over alleged misconduct, im- 

proper practice (Pontiac, Mich.) 

What every trustee should know about 

medical staff performs (RT) 

What hospitals should know about 
malpractice (RT) 

MEDILL, CAROLYN jt auth See LOW- 
DER, WILLIAM 

MILLER, GERTRUDE E. Hospital is 
dietitian’s finishing school My 

MILLS, BARBARA D. Training 
gram for housekeepers Ja 
F 120; Mr 120 

Modern Hospital of 
Grossmont District 
Mesa, Calif 

MOORE, MARGARET C. Aged pa- 
tients need lessons in nutrition 

Mortality procedures and  hospital- 
funeral director relationship. W. L 
Bustard Ap 


care 


way 


pro- 


Year for 1957 
Hospital, La 
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Mount Sinai Hospital, Los Angeles 
(HOM) 

MOZEN, HERSCHEL E. and BECK, 
CLAUDE S. Surgery may be life- 
saver in coronary heart disease Je 


NEFF, RCSERT B. Rehabilitation is 
logical addition to hospital's service 
Newspaper coverage. See Press relations 
Nonprofit hospitals. See Voluntary hoa- 
pitals 
Nurse recruitment; First they expanded 
nursing school—then came students. 
M. H. Dunn Ap 
Nurses; Author's side of “Five Sides” 
(RO) T. Hale Jr. F 
Nurses’ residences for students too costly, 
not needed, educator says My fol. 
Nurses’ stations; New station makes 
nurses’ work easier. C. Wonnacott. Je 
NURSING EDUCATION 
‘Sompulsory resid for student 
nurses too costly, not needed, edu- 
cator says .......... . My fol. 
First they expanded nursing school— 
then came students. M. H. Dunn. Ap 
Humanities course for nursing stu- 
dents helps them relate art to 
nursing arts Mr 
Wanted: nurses who carry their own 
lamps. E. A. Aynes Mr 
NURSING HOMES 
Conference favors listing of nursing 
homes by A.H.A.; some members 
advise postponement Je op. 
Good food is good medicine for aged. 
As told to J. Rock Mr 
NURSING SERVICE DEPT. 
New station makes nurses’ work 
easier. C. Wonnacott Je 
Wanted: nurses who carry their own 
lamps. E. A. Aynes Mr 
What to look for in drug cabinet. 
B. Teplitsky Ja 








OBSTETRIC CARE 
Doe’s disciples (Ed) (Fathers in 
delivery rooms) Je 
Second Illinois Congress on Maternal 
and Infant Welfare meeting 
Old system (Ed) 
Office furnishings and equipment. 8S. D. 
Robinson . Ap 
Opinion polls; Are patient opinions 
useful? (SHQ) Ja 


PADGETT, ROSE W. jt auth See 
WEISHEIT, RUTH EMMA 
Painting schedules (SHQ) Ap 
PATIENT RELATIONS 
If you want to know what people 
think of hospital, ask doctors to 
report patients’ comments. E. R. 
Pinckney Mr 
Instruction cards allay patients’ fears. 
M. W. Zimmerman Ap 
Rules for handling news about pa- 
tients Ap 
They have such awful manners in 
hospitals Mr 
“You, the Ambassador” tells what 
employe can do to give patients and 
public favorable impression of hos- 
pital Ap 
Pediatric patients have puppets to 
brighten stay F 
PERSONNEL ADMINISTRATION 
Absenteeism solution: praise man 
with perfect attendance record. 
J. E. Holliday My 
Absenteeism survey; hospitals and in- 
dustry. Ann May My 
Aides answer call for help in surgery. 
F. Ginsberg 
Democracy is what we strive for, but 
autocracy gets things done Ap 
Employe health policies (SHQ) F 
Employe to be retired (SHQ) Mr 
Employment practice (SHQ) .... Ap 
How to make presentees out of ab- 
sentees. Ann May... ; Je 
Strikers picket Swedish Hospital, 
Seattle; union seeks recognition as 
bargaining agent... 


vi 


PERSONNEL ADMINISTRATION, Cont. 

Swedish Hospital, Seattle, operates 
at near capacity as strike con- 
tinues My fol. 
-wedish Hospital strike continues as 
negotiations hit snag Je 

Technics that help recruit technolo- 
gists Ja 

They have such awful manners in 
hospitals Mr 

Training program for housekeepers. 
B. Mills Ja 118; F 120; Mr 

We can't hire employes ready-made. 

J. Shaffer Ap 

What credit union does for employes. 
W. P. Lutey My 

When employes speak for hospital, 
they should know what they're talk- 
ing about. F. K. Lockerby My 

Who's accountable for accounts re- 
ceivable? E. H. Heyd Je 

You know what you mean-——but who 
else does? S. G. Hill Ap 

“You, the Ambassador” tells what 
employe can do to give patients 
and public favorable impression Ap 

PHARMACY DEPT. 

A.M.A. council disapproves use of 
color as coding device for liquid 
drugs My 

Do we need pharmacist? (SHQ) Je 

Grover C. Bowles Jr. appointed con- 
tributing editor for pharmacy in 
The Modern Hospital Je 

Joint Commission issues standards 
for pharmacy Ja 

Pharmacy should control drug sam- 
ples. L. P. Jeffrey F 

Recent developments in antibiotics. 
T. R. Sherrod F 

Society of Hospital Pharmacists an- 
nounces new American Hospital 
Formulary Service. G. C. Bowles 
Jr. Je 

What law says about hospital phar- 
macy. W. S. Regan My 

What to look for in drug cabinet. 
B. Teplitsky - 

PINCKNEY, E. R. If you want to 
know what people think of hos- 
pital, ask doctors to report patients’ 
comments Mr 

PLANNING 

Adaptability is word for new unit 
at E. H. Crump Memorial Hospital, 
Memphis (HOM). W. P. Cox Je 

Bright colors, airy balconies enliven 
this Venezuelan hospital (HOM) 

Building plans (place of superintend- 
ent of buildings and grounds) 
(SHQ) Mr 

Building survey reveals addition prob- 
lems. S. D. Robinson Mr 

Checklists for surgery, central service, 
recovery room, emergency room 
building 

Foot-to-foot placement of patients’ 
beds gives everyone view (HOM). 
B. D. Root My 

Good planning means good building 
(RT) Mr 

Mental patients are treated like people 
here (HOM). Lucy Freeman Ja 

Modern Hospital of Year is Grossmont 
District Hospital, La Mesa, Calif. Mr 

Mount Sinai let work load determine 
new building's design (HOM) Ap 

New station makes nurses’ work 
easier. C. Wonnacott Je 

Plan laboratories around work load. 
A. K. Besley My 

Plan maintains good balance between 

y of buildi and mainte- 
nance expense (HOM). E. L. At- 
wood F 

Progr i is ry first step 
(in building). E. T. Wheeler Mr 

POWER PLANT 

A pentagon solved this heating prob- 
lem. W. Brenizer 

We spent $2800 to save $1800 per 
year (installing capacitors). R. A. 
Bradburn Mr 

Prairie du Chien Memorial Hospital, 
Prairie du Chien, Wis. (HOM) My 

PRESS RELATIONS 

Quote, misquote (Ed) My 

Rules for handling news about pa- 
tients Ap 

Who should tell press? (SHQ) Je 


Ja 








PREVENTIVE MEDICINE 
Doctors must gear themselves to two 
new concepts of medical care: pre- 
vention and rehabilitation. R. C. 
Buerki and J. T. Howell 
Hospitals must be more than repair 
shops. E. L. Bortz and R. Hos- 
ford 
PRICE, H. PRESTON jt auth See 
FEKETY, F. ROBERT 
Princeton Hospital, Princeton, N.J., 
unit for long-term care. R. P. 
Sloan 
PROPRIETARY HOSPITALS 
Prototype studies: Louis Block 
75 beds 
100 beds 
PSYCHIATRIC HOSPITALS AND 
DEPTS. 
Mental patients are treated like people 
here (HOM). Lucy Freeman Ja 
Public mental hospitals lack adequate 
staffs 
This general hospita! enjoys high 
occupancy and good income from 
psychiatric unit. R. E. Toomey and 
R. A. Eddy My 
Your hospital can care for mentally 
sick. J. 8S. Glotfelty My 
PUBLIC RELATIONS 
Be sure you know your audience when 
you write annual report. G. Davis Mr 
Everybody talks about public rela- 
tions, but not many do anything 
about it. G. Davis Je 
Guided tours lead to public under- 
standing. Mrs. T. F. Armstrong Je 
Hospitals have to sell idea that they 
do know their business. G. Davis F 
Hospitals must show connection be- 
tween costs and public demand. 
G. Davis Ja 
How to fluff speech My 
If you want to know what people 
think of hospital, ask doctors to 
report patients’ comments. E. R. 
Pinckney 
People who talk same language have 
no need for interpreter. G. Davis 
“PS”; new employe paper (RR) 
Sure, he is good fellow if you under- 
stand him, but not many do. 
G. Davis My 
Take time to make friends with pub- 
lie. L. Graff Ap 
Who's accountable for accounts re- 
ceivable? E. H. Heyd Je 
“You, the Ambassador” tells what 
employe can do to give patients and 
publie favorable impression of hos- 
pital Ap 
Public speaking; How to fluff speech My 
PUE, RACHEL M. Cost of processing 
syringes (RO) Mr 
Punch cards simplify selective menus. 
W. Lowder and C. Medill Ja 
PURCHASING DEPT 
Let's help others (RO) J. H. Wal- 
lace Je 
Time and distance hurt group pur- 
chasing 
PYLE, LOUIS A. jt auth See FEKETY, 
F. ROBERT 


Racial discrimination; Telephone com- 
pany esks “open door” policy in 
hospitals seeking funds 

RADIATION HAZARDS 

Health boards pass rules for users 
of x-ray units Mr 

New York City adopts new rules for 
X-ray equipment My 

Radiologists discuss ways to decrease 
x-ray exposure of patients Ja 

RADIOLOGY DEPT. 

Chest x-rays for admission? (SHQ)} My 
Interpreting x-ray films (SHQ) My 

Radio paging system locates doctors in 
30 seconds. C. Stumpf Je 

RATES 

Are rates too high? (SHQ) F 

Di + Ai imiahi (SHQ) F 

RECOVERY ROOMS 

Bonus for recovery room duty My 

Checklist for planning recovery 
room Mr 

Surgeons to study emergency service 
(also discuss recovery rooms) Ap 








RECRUITMENT 
First they expanded nursing school 
then came students. M. H. Dunn Ap 
Technics that help recruit technolo- 
gists da 
REGAN, WILLIAM 8S. What law says 
about hospital pharmacy My 
REHABILITATION HOSPITALS 
AND CENTERS 
Michael Reese Medical Center opens 
rehabilitation pavilion Ja 
Rehabilitation is goal (Allegheny 
Co. hospital, Pa.) (RR) Mr 
Rehabilitation services at Fairview 
Hospital, Minneapolis My 
REHABILITATION SERVICE 
Doctors must gear themselves to two 
new concepts of medical care: pre- 
vention and rehabilitation. R. C. 
Buerki and J. T. Howell 
Rehabilitation is logical addition to 
hospital's service. R. E. Neff 
Remodeling and renovation. See Plan- 
nin 
RINE, VIRGINIA. 
1958 
ROBINSON, 8S. D. Building survey re- 
veals addition problems Mr 
How does your private office rate’ Ap 
ROCK, JOAN. Good food is good medi- 
cine for aged Mr 
ROOP, DANIEL M. Safety should be 
built into hospital Ja 
ROOT, BRUCE D. Foot-to-foot place- 
ment of patients’ beds gives every- 
one view My 


Menus for March 


SAFETY 
Safety should be built into hospital. 
D. M. Roop 
When to use bed rails (SHQ) 

Salaries and perquisites; University of 
Minnesota studies salaries of grad- 
uates in hospitals; median is $8500 

Mr 

Illinois Congress on Maternal 
and Infant Welfare meeting Mr 

Selective menu. See Dietary dept. 

SHAFFER, ELMER L. jt auth See 
FEKETY. F. ROBERT 

SHAFFER, JEAN. We can't hire em- 
ployes ready-made Ap 

SHERROD, T. R. Recent developments 
in antibiotics F 

SIMPSON, ENA O. Menus for June 
1958 My 

SLADE, MARILYN M Preventive 
credit program helps patients pay 
bills because it prevents bills from 
piling up Mr 


Second 


JANUARY-JUNE 1958 


SLOAN, RAYMOND PF. Community 
hospital adds long-term unit 
SNOKE, ALBERT W. Hospitals can 
help improve medical care 
SOCIAL SECURITY 
A.M.A. and A.H.A. express divergent 
views about Forand Bill, health 
care of aged Ja 
A.M.A. speakers excoriate Forand Bill 
as “beginning of end of private 
practice” Ja 
Health insurance for aged poses 
problems. H. E. Klarman Ja 
Labor wants health security in social 
security. N. H. Cruikshank F 
SOPP, MARIE L. Menus for April 
1958 Mr 
South Florida State Hospital, Holly- 
wood, Fla. (HOM) Lucy Freeman Ja 
STEIN, HULDA E. Demand for beds 
outran supply within first month 
(HOM) 
Sterilization (electronic) of sutures is 
introduced 
STUMPF, CHARLES F Radio page 
locates doctors in 30 seconds de 
SURGERY DEPT. 
Aides answer cal! for help in sur- 
gery. F. Ginsberg F 
Checklist for planning surgery de- 
partment Mr 
Machine records blood loss (RR) Je 
Simple device eliminates search for 
lost suture needles on surgery floor. 
A. E. Brown and W. J. Gillesby My 
Surgeon says five advances make op- 
erations safer for patients over 70 F 
Surgery may be lifesaver in coronary 
heart disease. H. E. Mozen and 
Cc. 3S. Beck Je 
Where do hemostats go? (SHQ) My 
Sutures can be sterilized by electron 
beam, new process 
SWENSON, GLADYS B Selective 
menus needn't mean extra work Je 
Syringes; cost of processing (RO) 
R. M. Pue Mr 


Teaching function. See Personnel ad- 
ministration 

Television set solves three problems for 
hospital (RO). C. V. Wynne Ja 

TEPLITSKY, BENJAMIN. What to 
look for in drug cabinet Ja 

TOOMEY, ROBERT E. and EDDY, 
RICHARD A, This genera! hospital 
enjoys high occupancy and good 
income from psychiatric unit My 


Trustees. See Governing board 
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UNIONS AND COLLECTIVE BAR- 
GAINING 

Strikers picket Swedish Hospital, 
Seattle: union seeks recognition as 
bargaining agent Ap op 

Swedish Hospital, operates 
at near capacity as con- 
tinues My fol 

Swedish Hospital strike continues as 
negotiations hit snag Je 

Iniversity Hospital, Caracas, Vene- 
zuela. (HOM) Mr 


Seattle, 
strike 


VOLUNTARY HOSPITALS 
Court upholds hospital rules on priv- 
ileges (Derby, Conn.) My 
Nonprofit hospital without right to 
exclude licensed physician, Michigan 
court decides Mr 
Prototype studies of proprietary hos- 
pitals, comparison with voluntary 
hospitals, L. Block 
75 beds 
100 beds 
VOLUNTEERS 
Even best volunteers need good train- 
ing. W. A. Kozma Fr 
Guided tours lead to public under- 
standing. Mrs. T. F. Armstrong Je 
Hazards of teen-age helpers (SHQ) Ja 
Volunteers give service no money can 
buy. P. W. Kearney F 
Who wears cherry uniforms (RO) My 


WALLACE, J. H Let's help others 
(RO) (sharing unused supplies) Je 
WALTER, CARL W. Infection lurks 
in janitor’s closet My 
Webster District Hospital, Webster, 
Mass. (HOM) 
WEISHEIT, RUTH EMMA and PAD- 
iETT, ROSE W. Laundries make or 
mar sheet life Je 
WHEELER, E. TODD. Programming 
is necessary first step Mr 
Wire from Washington Ja op. 48: F op. 
Mr op. 48; Ap op. 48: My op. 48: Je op 
WONNACOTT, CLARENCE. New sta- 
tion makes nurses’ work easier Je 
WYNNE, CHARLES V. One televisica 
set solves three problems for hos- 
pital (RR) Ja 


X-rays. See Radiation hazards, Radi- 
ology dept. 


ZIMMERMAN, MORTIMER W. In- 
struction cards allay patients’ fears Ap 
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Arti are iM under subject 
Abbreviations wed Ji, July; Ae 
S, September cteber; N, Novemd 
December; Ed tormal; HOM, bospital 

i ry . £uit form 
N&A, motes an bstvact bit 
round tabie 
mall bospital 


tion. 


RR 


reader 


report 


mid , 


ACCOUNTING 
Admissions 
late 

Gertrude 
Cash controls 
C. T. Lotreck 
Central supply 
Checks and 
check. ¢ Fa a 
gan 
ACCREDITATION 
A.M.A. report: hospital 
revisited 
Common problems 
ton. K. B. Babcock : 
Disaster plan ws needed (SHQ) 
N.L.N, intends to keep 
program 
Surgeon needs assistant (SHQ) 
ADMINISTRATION 
Administration >on 
Audit (Ed) ; 
Charges of hospital conflict, neglect de 
scribed as “rumor and fabrication 
Complaints show way to better 
R. T. Viguers 
Don't underestimat: 
J. G. Carr Ie , 
Good organivatioa means fewer lawsuits 
report) 


and accounting system elim 


mates and lost charges. Sr. M 


keep employes honest 
and F. C. Morgan 
accounting (SHQ) 
balar keep theft 
wreck and F. C. Mor 


ces 


accreditation 


hospital accredita 


accreditation 


trial (Ed) 


care 


value of salesmen 


(California 
Ground rules people 
policies. S. G 


Hill saues 
Hospital helps strike-bound employes 
ect to work 


(RR) 
How to make statistics work for 
R. G 


who make 


tor 


you 
Hoffmann 
Pianning is part of 
Nadler 
Principles are more 
money. S. G. Hill ; . 
Public likes doctors better than 
tals, Roper poll shows 
Should doctors collect hospital 
(SHQ) : 
Staff organization creates these 
lems. Dr. L. W. Johnson 
System may come ahead of 
E. Wooden ‘ 
Testing admitting practices (Ed) 
What hospital and house staff owe each 
other. L. Ross 
ADMINISTRATORS 
Administrator has to be tactician. 8. G 
Hill . 
Administrators have median salary of 
$8500. S. D. Robinson = . 
Blocks aid army students at Brooke 
Army Medical Center (RR) 
Cornell holds first hospital administra- 
tors development program ......... 
Counseling, financial aid needed to at 
tract hospital administration students 


supervisor's job. I 
important than 
hospi 
bills? 
prob 


patient. H 


Don't underestimate value of salesmen. 
J. G. Carr Jr. bseneue ne _ 

Hear! Hear! (dietitians criticize admin- 
istrators) (Ed) 


Oitmary, 


and author. 
Augusi 


er; D 
the 


datbhor 


RO 
roving 
SH 


Ag 


n 
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ADMINISTRATORS, Cont 
Hospital administrator needs tw 

personality. G. Davis 
Mid-west president outlines seven px 
to help Strators preplan de 


sided 
ints 
idmin 
cisrons 
Schedules for salesmen (RR) 
Standards of performance for admunis 
trators, board given at Washington 
Who s apologetic att: 
tudes on part of trustees? G. Davis 
ADMITTING AND DISCHARGE 
Admissions and accounting system elim 
nates late and lost 
Gertrude 
Surgeon's letter tells patients about hos 
pital procedures 
Testing admuttiag practices (Ed) 
When not admit patients (SHQ) 
4ir-borme infection. See Infection contr 
Ambulatory patients; Dining 
patients feel better. D 
D. A. Barrett 
American 


responsible for 


charees. Sc. M 


and 


Hospital Ac 
tellows 


OF HOSPITAI 


Associatior of 
countants name new 
AMERICAN COLLEGE 
ADMINISTRATORS 
Collective barga:ning for 
A.C.H_A. banquet 
award grven to lowa student 
presidents three regents 
announced 
AMERICAN COLLEGE 
reports on 


hospitals 

urged at 
Otho Bal! 
Two vice and 
OF SURGEONS 
antibiotic use 


phys 


Surgeons hear 


graduate training, shortage of 
cians 
Survey 
performed by 
surgeons 
AMERICAN HOSPITAL ASSOCIATION 
A.H.A. Gutde reports 
hospital costs per patient rose im 
Convention report and bu dedica 
tron 


Members 


shows Sl per cent of operations 


certined of A.C.S 


ssue voluntary 
1957. 
Iding 
contributed 10,000 hours ¢t 
A.H.A activities 
Power and glory (Ed) 
AMERICAN MEDICAI 
A M.A new 
cation system 
A.M.A,. president calls organizat 
Joint Council Aged most 
tant forward 
A.M.A. report: hospital 
revisited, other convention 
A.M.A. study finds health plans gain 
ing 
Congressrona! 


ASSOCIATION 
announces drug identih 
on o 
impor 


for 


accreditation 


lobbying expenditures de 
clared by health organizations 
Free choice of physician (Ed) 
AMERICAN NURSES’ ASSOCIATION 
Demands (Ed) 
American Nurses’ Association deplores 
use of student nurses by hospitals 
for “‘regular’’ nursing tasks 
Architectare. See Planning 
ASSOCIATIONS 
American Academy of General Practice, 
staphylococci among most ubiquitous 
bacteria, GP's told 
American Association of Hospital 
Pharmacists’ minimum standards 
American Dietetic Association 
American Labor Health Association 
conference urges group plans to fur 
nish medical services, not indemni- 
ties ‘sn - 
. American Nursing Home Association 
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ASSOCIATIONS, Cont 
American Osteopathic 
tron 
American P! 
Americar 
cists 
Associatror t 
ans 


Hospital Associa 
armaceutical Association 
t Hospital Pharma 
ciection results 


Record Librar 


Sax rety 
snces 


Medical 


Medical Association 
practices (Ed) 

Hospital Administration Alum 
Grapski presi 


nia report 
on hospital 
cago 
m Association names 
dent 

Connecticut Hospita 

Hospital 


Association officers 


Georgia Associatior salary 
survey 
Greater Associa 


tron ch 


New York Hosputal 
L timers 
Rhode Island 
meeting 
discrimination 
new N.M.A. officer 
fconvention) 
Hospital Assoc:atioon 
Indiana Hospital Association 
Maine Hospital Associatior 
Michigan Hospital Associat 
Sigmond y hospitals shoulx 


mine public's 


~ooses new 
Association of 


Industr 


Hospita 
Hospita 
Hospital 


hears 
1 Geter 
needs net educate 
public 


Middle 


tive care 


t theirs 
Atlantic Assembly 
st be goa 


hears prever 

t hospstals 
tuture 

Mississippi Hospital 

Nebraska Hospital 

New Hampshire 
clects 

North Carolina He 


heers 


Assist 
Association 
Hospital Associat 
pital Association 
Association of Hospitals 
Hospita Association 


Oregon 
South Ca a 
clectiot 
South Dakota Hosputal 
Texas Hospital Associat 
cers 
I State Hospita 
Vermont Hospital Association 
Washington State Hospital Association 
West Virginia Hospital Association 
Wyoming Hospital Association 
ASSUMPTION, SISTER MARY 
for September 1°58 
AUDIO-VISUAL MATERIALS 
Entertainment minus nome with 
(RR) 
Talking ks 
patients (RR) 
AUSTIN, PHILIP A 
bie (RO) 
Automatior tiers 
M. S. Blumberg 
AYNES EDITH A 
must fit oaurses’ jobs 
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names 


off cers 


Assembly 


Menus 


new 
system 
divert handicapped 


Nursing unit 


too 
savings opportunities 
Nurses’ 


tramime 


BABCOCK 


problems 


KENNETH B Common 
n hospital accreditation 
BARR, CAPT. NORMAN LEE. Long 
distance telephone technic is latest 
aid to diagnosis 
BARRETT, DAVID A 
DAVID A 
BARTON JANE 
rooms to meet 
moves in circular 
Stryker 
BIOGRAPHY 
Barrett, David A 


jt auth See GEE, 


Planning operating 
today's needs 
steel frame. H 
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Ag 
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BIOGRAPHY, Cont. 
Blumberg, Mark S. 
Carr, James G. 
Deming, Emily C. 
Frazier, Walter M. 
Gee, David A. 
Ginsberg, Frances 


Godlesky, Vincent «eee 9. 


Gothelf, Henry . 

Grubel, Frederick 

Hayes, John J. ; 

Hubbard, Fred G. 

King, Sheldon S. cvwe 

Kotschevar, Lendal H. 

Lamb, Rodney J. 

Latiolais, Clifton J. 

Lawrence, Marvin J. 

Lotreck, Charles T. = 

Markowitz, Robert H. 

McManus, R. Louise 

Morgan, Frederick C. 

Nadler, Leonard 

Paquin, Ernest J. 

Pensinger, Christine R. 

Pierdinock, Peter 

Rizos, E. J. 

Ross, Leon .. 

Schliessman, D. < 

Seskind, Audrey 

Smith, R. A. 

Stokes, John W. 

Sutton, John 

Viguers, Richard T. 

Walter, Carl W. 

Watt, James ... 

Wooden, Howard Ez. fahetonw 

BLOCK, LOUIS. Prototype aetien ot pro- 
prietaty hospitals. 
i25 beds 
150 beds 
BLUE CROSS 

Blue Cross pays record sum to hospitals 
iV ee eT ee 

Columbia to undertake rate study of 
New York Blue Cross, Blue Shield 

Down, Wisconsin (Ed) 


Ag 


Give public what it wants, labor head 


tells Blue Cross-Blue Shield Confer- 
ence 


Key to preserving "voluntary health in- 


surance principle lies in finding some 
way of enrolling nongroup = 
ee G. Bugbee . 
J. group studies hospital costs and 
~ Bi Cross 
Y. Blue Cross soit to cover ‘costs 
n mental care ‘ 
New York Blue Cross wins " pate hike, 
1s d for tration costs . 
Organize subscriber group in N. Da- 
kota Blue Cross program aca 
Pennsylvania Blue Cross adjudication 
held unconstitutional in appeal by 
hospitals ...... 
——- official pushes state reguis- 
tron 
Public moves in on Blue Cross. 
C. MacLean 





Service is key to Blue Cross future. 


M. M. Davis 
State medical society warns county group 
in Wisconsin Blue Cross-Blue Shield 
fracas 
Wisconsin Blue Cross. sues : for ‘geturn ‘of 
Milwaukee city taxes 
BLUE SHIELD 
Give public what it wants, labor head 
tells Blue Cross-Blue Shield confer- 
ey ‘ ‘ 
J. cuts rates 


Ag 


Ag 


N 


Ag 


ae medical society warns county 


group in Wisconsin Blue Cross-Blue 
Shield fracas 

BLUMBERG, MARK 5S. Aupuantion of- 
fers savings opportunities ..... 

Board of trustees. See Governing board 

BREAKAGE AND THEFT 

Cash controls keep employes honest. 

C. T. Lotreck and F. C. Morgan 


Checks and balances keep theft in check. 


C. T. Lotreck and F. C, Morgan 
BUDGETARY CONTROL 
Everybody should have part in budget. 
E. J. Rizos ........ 
Principles are more important than 
money. S. G. Hill eee 


BUGBEE, GEORGE. Key to preserving 
voluntary health insurance principle 
lies in finding some way of ores 
nongroup population ....... . 


IV 


BYERS, W. H. jt auth See OWEN, 
SEWARD E 


Cardiac monitor has many uses 


CARR, JAMES G. Jr. Don't underesti- 
mate value of salesmen 


CASEY, RAYMOND J. How to keep 


small hres from being big ones 
Cash receipts. See Accounting 
CENTRAL SERVICE DEPT. 

Centralize central service for smoother 
flow of surgical supplies, W. A. 
Riley 

Central supply accounting (SHQ). 

Charges. See Rates 

Child care. See Pediatric care 

Children's hospitals and depts. See Ped 
jatric hospitals and depts, 

Cleaning methods. See Housekeeping dept. 

Clinical laboratories. See Laboratories 

COBB, GEORGE and MORIN, FRANK 
F. Ceiling fixture solves three-way 
problem : 

Collection. See Credit and collection 

Collegiate nursing schools. See Nursing 
education 

Color therapy is applied with paint. B 
E. Jones and O. D. D. Ewing 

Committees of medical staf. See Medical 
staff 

Communicable disease care, See Infection 
control 

COMMUNICATION SYSTEMS 

Long-distance telephone technic is 
latest aid to diagnosis. N. L. Barr 

Mind those telephone manners (Il) 

TV paging system gets its man without 
disturbing peace. F. S. Walter and 
C. 1. Gustatson 

COMMUNITY AND THE HOSPIT AL 

Citizens committee fights to close Mil- 
waukee emergency unit 

Hospitals should determine public's 
needs, not educate public to theirs, 
Sigmond says (Mich. H. A.) 

Hot headlines dramatize need for basic 
public education. G. Davis 

Patient meets doctor with hospital's 
help. R. H. Markowitz and S. § 
King 

Syracuse mails its story (RR) 

Compulsory bealth insurance. See Health 
INS MTANCE 

Conferences. See Educational programming 

Consent, Legal; releasing autopsy report 
(SHQ) 

Consultant helps with dietary planning 
J. Hartmann and J. T. Foster 

Construction; Building public relations 
(RR) 

Controller, See Accounting 

COOKE, JAMES W. Method makes it 
possible to keep oxygen canopies 
clean 

Cost accounting. See Accounting 

COST OF MEDICAL CARE 

Automation offers savings opportunities. 
M. S. Blumberg 

Charge tor standby service “(SHQ) 

Differentials outmoded (SHQ) 

Hospital workers get facts on costs at 
Chicago Institute 

How socialism is overtaking our hospi- 
tals. G. Davis 

How to figure break even point (SHQ) 

Value of intensive care (extra charge) 
(SHQ) <a : 

Voluntary hospitals report costs per 
patient day rose in 1957 3 

COUNCILS 

Bay Area Hospital Council names 
Beahrs , 

Chicago Hospital € council 

Greater St. Louis Hospital Council 

Hospital Council of Greater New York 

Hospital Council of Western Pennsyl- 
vania officers . 

Only 51 per cent pass Education Coun- 
cil for Foreign Medical Graduates 
qualifying examination for foreign 
physicians on ‘ nl 

Seattle Hospital Council . 

Southwestern Michigan District Hospital 
Council elects district officers ... 


Syracuse mails its story (program of 


hospital council) (RR) ..... 
10 per cent rise noted in New York 


general beds (Hospital Council of 


Greater New York) 


CREDIT AND COLLECTION 
Admissions and accounting = system 
eliminates late and lost charges. S« 
M. Gertrude , 
Should doctors collect’ hospital bills? 
(SHQ) 


DAVIS, GORDON. Hospital administra 
tor needs to have two-sided persona 
ity 

Hot headlines dramatize need for basi 
public education 

How socialism is overtaking our ho 
pitals 

It's easier, less painful to give all 
in first place 

News developments offer chance to 
broader story of hospital 

Press relations are important but 
preeminent consideration 

Who is responsible for apologetic 
tudes on part of trustees? 

DAVIS, MICHAEL M. Service is key 
Blue Cross future 

DECORATION 

Carpets im the corridors at Gene 
Hospital, Rochester, N.Y. R 
Sloan 

Color therapy is applied with pat 
B. E. Jones and O. D. D. Ewing 

Hospitals shouldn't look like 
clubs. J. Sutton 

DEMING, EMILY C. Don't issue stap 
when you collect linen 

How to remove waste to remove 
ards 

Dental hospital started 

Departmental reiation See Admin 
tor Medical staf 

Depreciation; keep it in mind (SHQ) 

Destan. See Planning 

DIETARY DEPT 

Dietary consultant helps with planning 
J. Hartmann and J. T. Foster 

Dietitians see premiere of career film; 
discuss new trends in food equip 
ment. M. P. Huddleson 
“Dining out’’ makes patients feel bet 
ter. D. A. Gee and D. A. Barrett 

Dish machines can wash more thar 
dishes. H. A. Smith 

Food distribution technics are changing 
J. W. Stokes 

Food service costs (SHQ) 

Freezing precooked foods for future use 
saves time and money. D. Zumsteg 

How to make most of fabricated foods 
L. H. Kotschevar 
Menus Ji 106; Ag 104; § 142; 
N 140; D 116 

Prepared apples make plain food fancy 

Scale models bring kitchen plans ¢ 
life. C. R. Pensinger 

Directors. See Administrators 

DISASTER PLANNING 

Disaster plan functions well in Wiscon 
sin tornado; information service is 
only flaw 

Disaster plan us needed (SHQ) 

Wisconsin hospital treats tornado vic 
tims, offers disaster planning advice 

Dish machines can wash more than dishes 
R. A. Smith 

Discharge. See Admitting and dischare 

Disinfection. See Infection control 

Drugs. See Pharmacy dept. 


Editorial board changes announced 
Modern Hospital 
EDUCATIONAL PROGRAMMING 
How to teach supervisors how to teach 
L. Nadler 
Mind those telephone | manners (Il) 
National League for Nursing to con 
tinue faculty conferences 
Organization holds hospital together. 
L. Nadler 
Pharmacy students learn about hospitals 
They came to fair to learn about their 
hospital ; 
Train your own conference leaders 
L. Nadler 
Electric wiring and lighting; ceiling hx 
ture solves three-way problem. G. 
Cobb and F. F. Morin 
Emergency hospitals; citizens committee 
fights to close Milwaukee county 
emergency unit 





Employe See Pe nnel 
ENGINEERING DEPT 
Leave supervision to experts on job 
F. G. Hubbard 
Piped oxygen pays im safety and sav 
ings. |. Gettman 
EQUIPMENT AND SUPPLIES 

Camera keeps its eye on children (RR) 

Don't bend elbow (adhesive cartons to 

mmobilize patients’ elbows) (RR) 

Patient's bed moves i y best circles 

H. Stryker 
ETHICS 

Charges of hospital conflict, neglect de 

scribed as rumer and fabrication 

Deactors’ offices (in hospital) (Ed) 

Drug exhibits furnished by pharmaceu 

teal firms (SHQ) 

Free choice of physicians (Ed) 
Evacuation. See Disaster planning 
EWING, O. D. D. jt auth See JONES 

B. E 
EXHIBITS 
Ethics of drug exhibits (SHQ) 
They came t learn about thei 


hospita 


‘ ined PATE 
FINCH, FE P 
SEWARD FE 
FINANCIAL MANAGEMENT 
Admissions ind accounting system 
clummates late and lost charges. S 
M. Gertrude 
Corporate contributor ’ n hospital 
drives 
moipies ire frre 
money. S. G. H 
FIRE PREVENTION AND CONTROI 
How to keep sma hres trom being 
bie ones. R. J. Casey 
Secret code 1s feature of Ottawa hos 
pital S mew hire prevention program 
her-Titus Memorial Hospital, Norwalk 
Ohio ; Linear design makes cach wing 
hospital (HOM) 
nnelboard; how to make one, I 
Nadler 
rs; Carpets mm the corridors at Gene 
see Hospita Rochester, N.Y. R. P 
Sloa 
2. See Dietary dept 
Formulary system must be hased on 
sound pro wnal principles. D 
I Francke 
FOSTER, JOHN T. jt auth See HART 
MANN, JANI 
FRANCKE, DON E. Successful formu 
lary system must be based on sound 
professional principles 
FRAZIER, WALTER M. Pharmacy staff 
iS aS good as its training 
Fund raising ; corporate contributions lead 
in hospital drives 


GARBER, LEE O. Court upholds pathol- 
ogrst’s rental aggreement with hosp: 


tal 


GEE DAVID A and BARRETT, 


DAVID A Dining out” makes pa 
tents feel better 
GETTMAN, JOHN. Piped oxygen pays 
in safety and savings 
GINSBERG, FRANCES. Who § should 
prepare operating room schedule? 
GODLESKEY, VINCENT W. Two ways 
of improving your purchases 
Good organization means fewer lawsuits 
report of study of five California 
hospitals 
GOTHELF HENRY and SESKIND, 
AUDREY. Staff participation is mat 
ter of record 
GOVERNING BOARD 
Doctors on board (SHQ) 
Ground rules for people who make 
policies. S. G. Hill 
Staff participation is matter of record 
H. Gothelf and A. Seskind 
Standards of performance for adminis- 
trators, board given at Washington 
Who is responsible for apologetic atti- 
tudes on part of trustees? G. Davis 
GERTRUDE, SISTER MARY. Admis- 
sions and accounting system elimi- 
nates late and lost charges 


GRUBEL, FREDERICK. Supply control INCOME POR HOSPITAL SERVICES 
calls tor teamwork 4 $58 million spent tor hospital, medica 
GUNTER, L. H. Art is good in care, U.M.W.A. report shows 
tor disabled patients ! Service is key to Blue Cross future. M 
GUSTAFSON, CHARLES I. jt au M. Davis 
WALTER, FRANK J INFECTION CONTROI 
sf 


e-alls tor staph «SHQ) 
Don't ss 

HAMILTON, T. STEWART. Their play ' ner 
: avicona 


It takes whole staff t 


sue staph wher 
E. C. Deming 


room i a4 circus ta sepsis. ( 
HARTMANN, JANE and FOSTER 
JOHN T. Dietary consultant helps 
with planning 
HAYES. JOHN J. What hospitals 
, do about public healt! 
HEALTH INSURANCE 
A.M.A. study finds health 
ng 
Down, Wisconsin (Ed) 
$58 million spent for hospital 
care, U.M.W.A. report 
Free chowe of physwian (Ed) 
Give public what it wants, labor } 
tells Blue Cross-Blue Shield 
ence 
Insurance man proposes that hospitals 
doctors hile exact rate schedules 
Key to preserving Voluntary 
suramee principic cs 
of enrolimeg 
t G Bugbee 
N. J. group studies 
Cross; Blue Shee 
Organize subscriber gr 
lue Cross program 
Pathologrsts discu 
party plans, repor ad 
survey I wt ‘ Ea 
INTENSIVE CARE 


Pennsylvania 
ation 
Sate med 
group 
Shield 
HILL. 8S. G dmirt has be tac . ¥ ' (SHQ) 
ticiar inter care u (SHQ) 
Ground 1 tor fF make se es sive care (SHQ) 
policies . nier mal ' s wisn 
nciples are mor mpor ; INTERNS AND RESIDENTS 

money . . 
History; Rum H Spitai in 
(Ed) 
Home care needs explained t 


HOSPITAL AND HEALTH FACILI 


How socialism is overtaking 


Pr 
hear reports 


Irses 
ITIES 
tals. G. Daves 

How to figure break even point (SHQ) 

Intensive care unit (SHQ) 

Public mental! | Sspitais repert dr 
patient census 

Hospital and medical cx 

lishes (Ed) 


IANKE. OTTO M. W! 
keepe executive 
JOHNSON, LUCIUS W. Stat 


creates these problems N ¢ 


” Shield 
Hospital ct 
(da fiom t . 
: JOINT COMMISSION ON ACCREDITATION 


Hospital See mame pre he bospita 
Hostess program makes friends of patients 
at Baptist Memoria Memphis 
Tenn... J. Patterson fection §=commiutte 
Hows ( duty. See Personnel adm - nt Council to Improve Health Care 
. Aged called important step by A.M.A 


OF HOSPITALS 


Outlines responsibilitees 


ts , President 
) , 
HOUSEKEEPING DEPT JONES, B. E. AND EWING, O.D.D 
Cure-alls tor staph «(SHQ) : . , 
ante ine staph whe ve Color therapy « applied with paint 
~ % i “ ; JONES. KATHRYN F. Menus for De 
linen. E. C. Deming 1 
Efficient planning comes out “ 
D. Saville 
Guests (study reveals cocks ‘ 
(Ed) KIFF, AARON N. and WORTHEN 
How the housekeeping service functions MARY. Size of surgery depends on 
iN operating suite at Cleveland Clinix program oO 79 
J. Barton KING, SHELDON S. jt auth See MARK 
How to remove waste to remove OWITZ, ROBERT H 
KING, SHELDON S. jt auth See WEIN 


ards. E. C. Deming 
Method makes it possible to keep oxy BERG, HOWARD 
KIRBY, WILLIAM G. Coordination is 


gen canopies clean. J. W. Cooke 
What makes housekeeper executive? key to planning interior decoratior 
O. M. Janke HOM. Annapolis and Outer Drive 
HOWELL, ALMA K. Menus for August a wees aad Sows Vom 
1958 , = 
- ? Astchen See Dretary Dep 
HUBBARD, FRED G. Leave supervision KOTSCHEVAR, LENDAL H. How to 
to experts on job : mike most of fabricated foods 
HUMAN RELATIONS KUSCH, CLAIR B. Menus for October 
No laughing matter (husbands in deliv 1958 
ery rooms) (Ed) 
Public likes doctors better than hospi 
tals, Roper poll shows 
System may come ahead of patient. H Good design steps up laboratory produc 
E. Wooden oO tion. S. E. Owen and others 


ember 1958 


LABORATORIES 





LABORATORIES, Cont. 
How to plan laboratory, 8. E. Owen ....5 
Long-distance telephone technic is latest 
aid to diagnosis. N. L. Barr . a 
Proposed national study of laboratory 
workers... Ss 
LAMB, RODNEY J. Sow | to plan inten- 
sive care : one 
LATIOLAIS, CLIFTON J. Pharmacy’ s 
status rises with its standards .. .O 
LAUNDRIES 
Don't issue staph when you collect 
linen. E. C. Deming Ag 
Efficient planning comes out in wash. 
D. Savillo Ss 
Patients’ needs govern this linen system. 
E. J. Paquin and P. Pierdinock Db 
LAWRENCE, MARVIN J. Sound griev- 
ance plan reduces grievances ... dD 
LAWS AND LEGISLATION 
How socialism is overtaking our hospi 
tals. G. Davis : D 
Legislative investigation of hospitals 
proposed as result of ee 
study oO 
Pennsylvania official pushes state regu- 
lation dD 
LEGAL DECISIONS 
Court upholds pathologist's rental 
agreement with hospitals. L. O 
Garber Ag 
Hospital held not liable for injuries to 
guest who fell after ice storm Oo 
Liability for patients allergic to drugs 
(SHQ) oO 
Student gives overdose of drug; patient 
death ruled accidental Ss 
Surgeon needs assistant (SHQ) Oo 
LIABILITY 
California report on hospital practices 
(Ed) Oo 
Good organization means tewer lawsuits 
(Calitornia report) a) 
Hospital held not liable for injuries to 
guest who tell after ie storm . oO 
Liability for intection (SHQ) Ag 
Liability for patients allergic to drugs 
(SHQ> .O 
Pharmacist must loo to his liability. 
P. R. Overton 
LINENS 
Don't issue staph when you collect 
linen. E. C. Deming ... Ag 
Patients’ needs govern this linen system. 
E. J. Paquin and P. Pierdinock 
Lobbying expenses; Congressional lobby 
ing expenditures declared by health 
organizations aieith nt oO 
LOTRECK, CHARLES T and MOR- 
GAN, FREDERICK C. Cash controls 
keep employes honest . , yi 
Checks and balances sa theft in 
check ... , . Ag 


MacLEAN, BASIL C. Public moves in 
on Blue Cross .... ~~ 
Maintenance dept. See Roglavering dept. 
MARKOWITZ, ROBERT H. and KING 
SHELDON 5S. Patient meets doctors 
with hospital's help 
Maternity hospitals and depts. 
stetric hospitals and depts. 
MAYER, MARY. How to keep bedside 
nurses (RO) .. Ag 
McMANUS, R. LOUISE. Nurses want a 
chance to be professional ..... .O 
Medical audit; Tissue committee really 
gets results. D. 4 Verda and W. R. 
Platt - ‘ ry 
Medical education; wider use of private 
patients to offset drop in ward cases 
for teaching is urged : 
MEDICAL STAFF 
California report on hospital practices 
(Ed) ped awddews. cabs bed 
Charges of hospital conflict, neglect 
described as ‘rumor and fabrication’’ 


“See Ob- 


Doctors’ offices (in hospital) (Ed) 
Doctors on governing board (SHQ) 
Free choice of physician (Ed) 

Good organization means fewer lawsuits 
(California report) 

Hospitals focus of Negro discrimination 
in health care, new N.M.A. officer 
says 

Legislative hospitals 

malpractice 


investigation of 
as result of 


VI 


MEDICAL STAFF, Cont 
Liability for patients allergic 
(SHQ) 
Mot faux 


to drugs 


(certification of G.P.'s) 
Outlines responsibilities of hospital in 
fection committee 
Patient meets doctor with hospital's 
help. R. H. Markowitz and S. § 
King 
Public likes doctors better than hospi 
tals, Roper poll shows 
Should doctors collect 
(SHQ) 
Staff organization creates these prob- 
lems. Dr. L. W. Johnson 
Staff participation is matter of record 
H. Gothelf and A. Seskind 
Surgeons hear reports on antibiotic use, 
graduate training, shortage of physi 
crans 
Survey shows $1 per cent of operations 
performed by certified or A.C.S. sur- 
geons 
Tissue committee functions to improve 
care in small! hospitals 
Tissue committee really gets results. 
D. J. Verda and W. R. Platt 
What hospital and house staff owe 
each other. L. Ross 
Who should prepare operating 
schedule? F. Ginsberg 
Wider use of private patients to offset 
drop in ward cases for teaching 
urged 
MEDICO-MORAL PROBLEMS 
California Report on hospital practices 
(Ed) 
Free choice of physician (Ed) 
Memorial Hospital of Albany, N.Y 
centralization is keynote (HOM) 
W. A. Riley 
MENTAL HEALTH 
Cost of mental disease 
billion, director estimates 
N.Y. Blue Cross urged to 
of mental care 
Mental hospitals. See 
pital s 
Menu planning. See Dietary dept. 
MORGAN, FREDERICK C. jt auth See 
LOTRECK, CHARLES 
MORIN. FRANK F. jt auth See COBB, 
GEORGE 


hospital bills? 


room 


exceeds $3 
cover costs 


Psychiatric b 


NADLER, LEONARD, 
flannelboard 
How to teach supervisors how to teach 
Organization holds hospital together 
Planning is part of supervisor's job 
Train your own conference leaders 
NATIONAL LEAGUE FOR NURSING 
N.L.N. intends to keep accreditation 
prograin 
To continue 
Necropsies ; 
(SHQ) .. 
Need for beds and/or services. See 
Hospital and health facilities 
Newspaper relations. See Public relations 
Nonprofit hospitals. See Voluntary bos 
pital s 
Nurseries; circular washbasin in center 
reminds of aseptic technic. D. J 
Schliessmann and J. Watt 
NURSES 
American Nurses’ Association deplores 
use of student nurses by aw for 
“segular’’ nursing tasks 
Hire part-time nurses? (SHQ) 
How many R. N.'s needed? (SHQ) 
Nurses’ salaries rise, 1.H.A, survey in 
dicates : ‘eas ; 
Nurses want chance to be profession- 
al. R. L. McManus 
Two-thirds of nurses quit for ; personal 
reasons : 
Nurses’ stations. See 
dept. 
NURSING EDUCATION 
How to keep bedside nurses (RO). M. 
Mayer .. 
New survey fee ‘charged practical nurse 
schools ..... 
N.L.N. intends ‘to 
program .. : ~~ 
Nurses’ training must ht nurses’ jobs. 
E. A. Aynes 


How to make a 


conterences 
autopsy 


faculty 


releasing report 


Narsing service 


‘keep acc creditatic m 


oO 


(Ed) 


yl 


s 


Ag 


dD 


Ss 


Nurses want chance t to. be ' profession- : 
al. R. L. McManus ................0 


so 


NURSING EDUCATION, Cont 
Nurses will need more education 
future, Nebraska group teld 
U. of Wash. will reduce 
nursing traming course 
NURSING HOMES 
Nursing homes prove 
pay. E. M. Stern 
Two Ohio cities introduce new concepts 
of what homes for aged should be 
like 
NURSING SERVICE DEPT 
American Nurses’ Association deplores 
use of student nurses by hospitals for 
“regular” nursing tasks 
Best ratio of R.N.’s (SHQ) 
Circular nursing division runs rings 
around rectangle 
Hire part-time nurses? (SHQ) 
How many R.N.'s needed? (SHQ) 
Nursery school comes to aid of nursing 
staff at Montefiore Hospital, New 
York 
Nursing unit too big 
Austin 
Patient service 
station 
Patients 
nurses 
Ratio of care by R.N.'s (SHQ) 
Student gives overdose of drug ; 
death ruled accidental 
Successful supervisor must be 
leader, lecturer tells nurse institute 
Two-thirds of nurses quit for persona 
reasons 


hours m 


high standards 


(RO). PL A 


revolves around nurses 


home needs explained te 


patient 


natural 


Obstetric care; no laughing matter (hus 
bands in delivery rooms) (Ed) 
OBSTETRIC HOSPITALS AND DEPTS 
Carry-out formula at Baptist Memorial, 

Houston (RR) 

Coffee parties help to ease mothers 
fears of childbirth. Q. Sherrer 
Open house helps stork find way (RR) 

Sanitation is lifesaver for babies 
Television used in nursery to sh« 
babies to fathers (RR?) 
Occupational therapy; Art is good med: 
cine for disabled patients. I H 
Gunter 
100 years old and still modern 
hospital, Philadelphia, 
service burlding 
Operating room See 
OPINION POLLS 
Pathologists hear discussion of third 
party plans, report of public opinior 
survey 
Public likes doctors better than hos 
pitals, Roper poll shows 
Warning (on voluntary 
(Ed) 
ORGANIZATION 
Good organization means 
suits (California report) 
Organization holds hospital 
L. Nadler 
Staff organization creates these 
lems. Dr. L. W. Johnson 
Osteopaths elect officers for college, asso 
ciation 
OVERTON, PHILIP R. Pharmacist must 
look to his liability 
OWEN, SEWARD E. and others. Good 
design steps up laboratory production 
How to plan laboratory 
Oxygen canopies; method for 
clean. J. W. Cooke 


¥ ocw 


Episcopal 


opens new 


Sarger) dept 


hospitals) 


fewer law 
together 


prob 


keeping 


Painting: Color therapy is 
paint. B. E. Jones and 
Ewing 

PAQUIN, ERNEST J. AND PIERDI 
NOCK, PETER Patients needs 
govern this linen system , 

PARNALL, CHRISTOPHER jt auth See 
ROESSLING, ADOLF H 

Pathologists hear discussion of third 
party plans, report of public opinion 
survey 

Patient census ; 
rop 

PATIENT RELATIONS 
Coffee parties help to ease mothers’ 
fears of childbirth. Q. Sherrer 

Complaints show way to better care. 
R. T. Viguers oe 


applied with 
0.D.D 


mental 


hospitals 


report 





PATIENT RELATIONS, Cont 
Hostess program makes friends of 
patients at Baptist Memorial, Mem 
pais, Tenn. J. Patterson 
Kit meets personal needs (RR) 
Open house helps stork find way (RR) 
Public likes doctors better than hos 
pitals, Roper poil shows 
Surgeon's letter tells patients about 
hospital procedures 
Visitors take pen in hand (RR) 
PATTERSON, JOYE. Hostess program 
makes trends of patients at Baptist 
Memorial, Memphis, Tener 
Paynesville Community Hospital, Paynes 
ville, Mune patient service revolves 
around nurses station (HOM) 
PEDIATRIC CARE 
Camera keeps its eye on children (RR) 
Institutional, home care of babies differ 
only in amount, study shows 
PEDIATRIC HOSPITALS AND DEPTS 
Animals help them eect well (Il) 
Camera keeps its eve on children (RR) 
Noble work (Shriners’ hospitals) (Ed) 
Their playroom is a circus I 
Hamut 
PENSINGER CHRISTINE R Scale 
models bring kitchen plans to lite 
Peoples Community Hospital Authority 
Wayne, Mich runs Annapolis and 
Outer Drive hospitals, Wayne ar 
Lincoln Park, Mich 
PERSONNEL ADMINISTRATION 
dministrator has to be tactician. 5 
G. Hill 


Collective 


Ss 


bargaining hospitals 
urecd 
Good organization means tewer lawsuits 
(Calitornia report) 
Hire part-time nurses? (SHQ) 
Hospital helps strike-bound employes 
act to work (RR) 
How to teach supervisors how to teach 
L. Nadler 
Leave supervision to experts on 
F. G. Hubbard 
Mind those telephone manners (11) 
Nursery school comes to aid of nursing 
staff at Montehore Hospital, New 
York 
Nurses’ salaries rise, 1.H.A. study im 
dicates 
Organization holds hospital together 
L. Nadler 
Planning 1s part of supervisor's job 
L. Nadler 
Proposed national study of laboratory 
workers 
Should they 
(SHQ) 
Sign “hounds” offenders (RR) 
Sound grievance plan reduces griey 
ances. M. J. Lawrence 
Strike (against hospital) (Ed) 
Successful supervisor must be natural 
leader, lecturer tells nurse institute 
Survey of salaries in Atlanta 
Train your own conference leaders. I 
Nadler 
What it takes to be good supervisor 
R. T. Viguers 
What makes housekeeper executive’ 
O. M. Janke 
Pest control; Guest (study reveals cock 
roaches) (Ed) 
PFEIFFER, CARL C.. M.D 


biochemical stimulant 
PHARMACY DEPT 


A.M.A. announces new drug identifica 

tion system 
Deanol: biochemical stimulant 
Ethics of drug exhibits (SHQ) 

Good drug service calls for cooperation 
between hospital, retail pharmacists 

(RO) ; 

Minimum standards are guide to sound 
pharmacy program 
Pharmacist must look to his liability. 

P. R. Overton ‘ 
Pharmacy committee (SHQ) a7 
Pharmacy’s status rises with its stand- 

ards. C. J. Latiolais ; 104 
Pharmacy staff is as good as its train- 

ing. W. M. Frazier . Ag 92 
Pharmacy students learn about hospitals .S 122 
Resource manual designed for small 

hospital use to aid pharmacy service ..O 160 
Successful formulary system must 

based on sound professional princi- 

ples. D. E. Francke 


rob 


double-up 


(employes) 


Deano! 


PHAKMACY DEPT., («aut 
Surgeons hear reports on antibmt« 
use, graduate training, shortage t 
physicians 
PIERDINOCK, PETER j auth See 
PAQUIN, ERNEST J} 
PINKERMAN, OWEN R. Homelike plan 
makes patients fee! at case (HOM) 


PLANNING 
Carpets im the corndors at Genesee 
Hospital Rochester N.Y kK 
Sioan 
entralization ws keynote tf plan at 
Memorial Hospital of Albany, N.Y 
(HOM) W. A. Riley 
entralize central service 
flow of surgal supp 
Riley 
rcular nursing 
around rectangle 
rcular washDasin in center 
reminds of asept tec! 
Schlhessmann and J. Watt 
vord matiwor s key to planning 
decoratior tf HOM, Annapo 
Outer Drive hospitals, Wayne 
Lincoln Park, Mich. W. G. Kirb 
Good design steps up laboratory ps 
tion. S. E. Owen and others 
Homelike plan makes patients feel a 
Beaumont Hospital 
(HOM) O. R 


case Willan 
Reyal Oak Mict 
Pinkermar 

Hospitals shouk 
clubs. J. Suttor 

How to plan laborat 

Linear design makes cacl 
pital, Fisher-Titus Memor 
Norwalk, Ot (HOM) 


100 years old nd il Modern 


] 


Patient service revolves around 
station. Paynesville Community Hos 
pital, Paynesville, M (HOM) 

Planning operating rooms to meet t 
day's needs. J. Bart 


nurses 


Scale models bring 
lite. ¢ kK Pensinget 
Size of surgery depends on 
A. N. Kiff and M. Worthen 
These hospitals are identical twins 
Annapolis and Outer Drive hospitals 
Wayne and Lincoln Park Mich 
(HOM) A. H. Roessling and ( 
Parnal! 
PLATT, WILLIAM R._ jt auth See 
VERDA,. DOMINIC ] 
Poll See Opinion p 
Practical murse See Nurse 
service dept 
Prepayment plans. See Blae Cr 
Shield; Health im 
PRESS RELATIONS 
It's casier, less painful to give all 
facts in first place. G. Davis 
News developments offer chance to tell 
broader story of hospital. G. Davis 
Press relations are important but not 
preeminent consideration. G. Davis 
Preventive care must be goal of hospitals 
in future, Middle Atlantic Assembly 
hears 
Progressive care; Poor communications 
ch? (J.A.M.A, says lack of articles 
re progressive care) (Ed) Ag 
Proprietary Hospitals; Prototype studies 
L. Block. 125 beds Ag 86; 150 beds S 
PSYCHIATRIC CARE 
N.Y. Blue Cross urged to cover costs 
of mental care 
V.A. finds family meetings can aid 
mental patients 


PSYCHIATRIC HOSPITALS AND 
DEPTS 
Public mental hospitals report drop 
mm patrent census 
Psychiatric unit completes service at St. 
Francis Memorial, San Francisco Ag 


PUBLIC HEALTH 
Public health conference studies staph 
problems, makes control recommenda- 
trons 
What hospitals don't do about public 
health. J. J. Hayes 
Public Health Service outlines drive 
against infections in hospitals 
PUBLIC RELATIONS 
Administrator needs two-sided person- 
ality. G. Davis . : se ‘ 
Hot headlines dramatize need for basic 
public education. G. Davis 


PUBLIC RELATIONS, ¢ 
It's easier, less paintu ve 2 cts 
in first place & 
News developments ance to tell 
broader story of G. Davis 
Press relations f 
the preemiur 
Davis 
Syracuse mais 
Television used 
babies (RR) 
Visitors take pe f 
Who is responsible 
titudes of art of tru 
PURCHASING DEPT 
Don't underestimate 
J. G. Carr Jr 
Schedules tor 
Supply cont 
Grube 
Two ways 
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Rad Se dad ¥ 
RADIOLOGY DEPT 
Describe mew x-ray 
Scientist says x 
to st ter 
RATES 
Charge tor standt ce (SHQ) 
Dutterentials SHQ) 
Recipe quan 
RECREATION 
Entertainmer mut 
system (RR) 
Recreatwr program 
patients. H. Weinberg 
Talking books diver 
patients (RR) 
The playroor 
Hamiltor 
Referral service; Patient meets doctor w 
Markowitz 
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hospital's help. R. H 
and S. S. King 

Remodeling removal 

Ressdents. See Interns and restdent 

RILEY, WILLIAM A. Centralization 
keynote of plan at Memorial Hos 
pital, Albany, N.Y 

Centralize central service for smoother 

flow of surgical supplies 

RIZOS, E. JOHN. Everybody should 
have part im budget 

ROBINSON, SHEPARD D. Admmustra 
tors have median salary of $8500 

ROESSLING, ADOLPH H. and PAR 
NALL, CHRISTOPHER. These hos 
pitals are identical twins (HOM) 

ROSS, LEON. What hospital and house 
staff owe cach t he 


Francis Memoria 
Francisco, psychiatric unit 

Safety ; Sign “hounds flenders (RR) N 

Salaries; administrators have median 
salary of $8500. S. D. Robinson 

SAUNDERS MARJORIE Teen-agers 
take to hospital work 

SAVILLO, DELFIN. Efficient planning 
comes out im wash 

SCHLIESSMANN, D. J. and WATT, 
JAMES. Circular washbasin in center 
of nursery reminds of aseptic tech 
ne 

SESKIND, AUDREY jt auth See 
GOTHELF, HENRY 

SHERRER, QUINTON. Coffee parties 
help to ease mothers’ fears of child 
birth 

Shops; Pick gift from wall (RR) 

Sign “‘hounds”’ offenders (RR) 

Size of surgery depends on program 
surgical suite plans of seven hos- 
pitals. A. N. Kiff and M. Worthen 

SLOAN, RAYMOND P. Carpets in the 
corridors at Genesee Hospital, Roch 
ester, N.Y N 

SMITH, R. A. Dish machines can wash 
more than dishes 

Sprinkler systems keep small fires from 
being big ones. R. J. Casey 

Standardization committees; Two ways 
of improving your purchases. V. W. 
Godlesky 
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Statistics; how to make them work for 
you. R. G. Hoffmann 

STEKN, EDITH M. Nursing homes prove 
high standards pay 

STOKES, JOHN W. Food distribution 
technics are changing 

STRADER, MARIE. Menus for January 
1999 : 

STRYKER, HOMER. Patient's bed moves 
in very best circles 

Supervision. See Administration; Person 
nel administration 

Supply control calls for teamwork. I 
Grubel 

SURGERY DEPT. 

Centralize central service for smoother 
flow of surgical supplies. W A 
Riley 

Diagnostic surgery (SHQ) 

Environmental sepsis. C. W. Walter 

Planning operating rooms to meet to 
day's needs. J. Barton 

Size of surgery depends on program 
A. N. Kiff and M. Worthen 

Tissue committee really gets results 
D. J. Verda and W. R. Platt 

Who should prepare operating room 
schedule? F. Ginsberg 

SURVEYS 

A.M.A. study finds health plans gain 
ing 

Good organization means fewer law 
suits (California report) . 

Pathologists hear discussion of third 
party plans, report of public opinion 
survey 

Public likes doctors better than hos 
pitals, Roper poll shows 

Warning (on voluntary 
(Ed) 

What hospitals don't do about public 
health. J. J. Hayes 

SUTTON, JOHN. Hospitals shouldn't 
look like night clubs 


hospitals) 


Talking books divert 
patients (RR) 

Teaching function. See Educational pro- 
gramming 

Telephone manners for hospital personnel 

TELEVISION 


handicapped 


Camera keeps its eye on children. 
(RR) : 


0 


0 


dD 


TELEVISION, Cont 


Entertainment minus noise with new 


system (RR) D 


TV paging system gets its man without 
disturbing peace. F. J. Walter and 
C. |. Gustafson Ag 
Used in nursery to show new babies 
(RR) 

Tissue commutioe. See Medical staff 

Training program See Personnel ad 
ministration 

Transportation ; Hospital helps strike 
bound employes get to work (RR) N 

Tr insportation ot patients ; cabs for 
handicapped in Milwaukee (RR) Ag 


Trustees See Governing board 


UNIONS AND COLLECTIVE BAR 

GAINING 

Collective bargaining ureed for hos 
pitals 

Seattle hospitals and state nurses group 
sign two-year salary agreement Ag 

Seattle hospital, labor 
agreement to prevent strikes dD 


leaders sign 


State attorney general says Washington 
legislature may ban hospital em 
ploye strike Ax 

Strike (against hospital) (Ed) N 

Union, Swedish Hospital accept settle 
ment terms to end = three-month 
strike 

Inited Mine Workers rf 
free chowe of physnian (Ed) 

Iniversity Hospital, Aun Arbor, Mich 
animals used in pediatrics 
lization heds and/or service See 
Hospital and health facilitr 


America ; 


VERDA, DOMINIC J. and PLATT 
WILLIAM R. Tissue committee really 
gets results 

V.A. finds family meetings can aid men 
tal patients 

Vending machines’ value (SHQ) 

VIGUERS, RICHARD T Complaints 
show way to better care 

What it takes to be good supervisor 

VISITORS 

Hospital held not liable for injuries 
to guest who fell after ice storm 


VISITORS, Cont 
Visitors take pen in hand (RR) 
VOLUNTARY HOSPITALS 
Comparison of voluntary hospitals with 
proprietary hospitals, prototype stud 
res. L. Block 125 beds 
150 beds 
Report costs rose per patient day im 
Warning (Ed) 
VOLUNTEERS 
Recreation program s helptul to 
patients. H. Weimberge and S. King 
Teen-agers take to hospital work at 
Baylor University Hospital, Dallas 
M. Saunders 
They change to serve (Girl Scouts) 


(RR) 


WALTER CARI \ Environmental 
sepsis 

WALTER, FRANK J. and GUSTAF 
SON, CHARLES |. TV paging sys 
tem ects its man without disturbing 
ace 

WASYLYK, OLGA. Menus tor Novem 
ber 1958 

Waste disposal; how to remove waste to 
remove hazards. E. C. Deming 

WATT, JAMES jt auth See SCHLIESS 
MANN, D 

WEINBERG, HOWARD and KING 
SHELDON 5S. Recreation program is 
helptul to patients 

William Beaumont Hospital, Royal Oak 
Mich., homelike plan makes patients 
feel at home. (HOM) O. R. Pink 
erman 

Wire From Washington Ji tol. 48; 
Ag fol. 48; S 61; O 35; N 61; 

WOODEN, HOWARD E. System may 
come ahead of patient 

WORTHEN, MARY jt auth See KIFF 
AARON N 

WYNNE, CHARLES V. It takes whole 
staff to hight staph 


X-rays. See Radiology dept 

ZUMSTEG, DORIS. Freezing precooked 
foods for future use saves time and 
moncy 





